Charging Instructions 


Please read before using this equipment. 


This charger is designed to charge 6 voit seaied iead-acid batteries up to 7.0 AHr ONLY. 
Do not use this charger to charge any other type of battery! 

Caution: Do not connect the charger backwards! if the charger is not properiy connected, 
none of the indicators wii! iight. if this happens, disconnect the charger, then reconnect it 
properiy. 

Before piugging this charger into an AC1 15V outiet: 

1 . Connect the red (+) iead to the positive battery tormina!, and the biack (-) iead to the 
negative battery tormina!. 

2. Piug the charger into an acceptabie 115V AC source. The red FAST CHARGE indica- 
tor iights. 

Note: if the green TRiCKLE CHARGE indicator iights, the battery is either fuiiy 
charged or defective. 

3. When the TRiCKLE CHARGE indicator iights, the battery is about 90% charged and 
must remain on the charger unti! it is fuiiy charged (about 5 hours for a 5Ah battery). 

Note: if you connect the charger to a fuiiy charged battery, the FAST CHARGE indica- 
tor iights briefiy, then the TRiCKLE CHARGE indicator iights. 

4. Remove the battery from the charger to use it, or ieave it connected to the charger to 
keep the battery fuiiy charged. 

Note: Unpiug the charger from the wai! before you remove the positive and negative 
battery ciips. 
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